Oceanside Police Department 
Use of Force Data 2013-2017 


Information Requested 

2013 

2014 

2015 

2016 

2017 

number of police use of force incidents 

120 

158 

134 

125 

116 

number of people that police used force against 

120 

158 

134 

125 

116 

number of police use of force complaints reported 

2 

11 

1 

3 

5 

number of police use of force complaints sustained 

0 

0 

0 

0 

0 


type of force used 

2013 

2014 

2015 

2016 

2017 


3 

13 

3 

3 

2 

5 

191 

134 

20 

18 


Baton 


Canine 


Carotid 


Control Hold 


Fist 


Flashlight 


Foot 


Hobble 


Impact Munitions 


Knee Strikes 


Leg Sweep 


OC Spray 


Other 


Punch 


Restraint Chair 


Tackle 


Taser 


WRAP 


Wrestle 

























































































































